6JH6 


Semiremote-Cutoff Pentode 


7-PIN MINIATURE TYPE 


For Use in Gain-Controlled Picture-iF 
Amplifier Stages of Color TV Receivers 


GENERAL DATA 
Electrical: 
Heater Characteristics and маша 
Voltage (АС or ОС)... ХЭЭР 6.3 + 0.6 volts 
Current at heater volts - = 8.3 23104123 0.300 атр 
Peak heater-cathode voltage: 
Heater negative with 


respect to cathode. ....... 200 volts 
Heater positive with 
respect to cathode. . . . . . . . 2004 volts 
Direct Interelectrode Capacitances: 
Without With 

External External 

Shield Shield? 
Grid No.1 to plate. . . . . . . 0.025 max. 0.015 max. pf 


Grid No.1 to cathode, 

grid No.3 & internal 

shield, grid No.2, 

and heater. . . . . . . . .. 7 7 pf 
Plate to cathode, grid 

No.3 & internal shield, 


grid No.2, and heater. . . . 2 3 pf 
Characteristics, Class Aj Amplifier: 
Plate Supply о од š s 125 volts 
Grid No.3 . . Ss “Connected to cathode at socket 
Grid-No.2 Supp] y “Voltage. узб урар. ту Яр Вы» 125 volts 
Cathode Resistor. . . . ov foras hod cs dote 56 ohms 
Plate Resistance (Approx. Enti ott dte yb E 0.26 megohm 
Transconductance. мама 8000 umhos 
Plate Current iL мэтэ 14 ma 
Grid-No.2 Current . . o desde АО 3.6 ma 


Grid-No.1 Voltage (Approx. j 

for transconductance (mhos) = 

and cathode resistor (ohms) -0..... -19 volts 
Transconductance Range for grid- 

No.1 volts - -4.5 and FINE 


resistor of 56 ohms . . . . . . . . . . . 400 - 900 umhos 
Mechanical: 
Mounting Position... . . . . . . . . . . Апу 
Type of Cathode . . . ЭРЭЛ Coated Unipotent ¡al 
Maximum Overall Length. Нэн e... 2-1/8" 
Maximum Seated Length . . WA efe A кылы E S oo. 1-7/8" 
Length, Base Seat to Bulb Top 

(Excluding n "NC 4... ... 1-1/2" + 3/32" 
Diameter. . . ef n n n n. s. s. s.s. 0.650" to 0.750" 
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Dimensional Outline . . . . . . , . . . . Зее General Section 
Bulb. ы . ... se [5-1/2 
Base. . . . . . ‘Smal l+ “Button Miniature 7- Pin Es No.E7-1) 

Basing Designation for BOTTOM VIEW. . . . . 7CM 


Pin 1-Grid No... A (e) Pin 5-Plate 


Pin 2 - Cathode Pin 6-Grid No.2 

Pin 3- Heater n Pin 7- Grid No.3, 

Pin 4 -Heater (2) CLAN Q Internal 
Shield 


AMPLIFIER — Class Aj 


Maximum Ratings, Design-Maximum Values: 


PLATE VOLTAGE . . . . . . . 300 max. volts 
GRIO-No.3 ( SUPPRESSOR-GRID] VOLTAGE ` а 0 тах. volts 
GRID-No.2 (SCREEN-GRID) SUPPLY VOLTAGE. . . 300 max. volts 
GRID-No.2 VOLTAGE . . . . . .See Grid-No.2 Input Rating Chart 


at front of Receiving Tube Section 
GRID-No.1 (CONTROL-GRID) VOLTAGE: 
Positive-bias value . . . . Жз da 0 max. volts 
GRID-No.2 INPUT: 
For grid-No.2 voltages 
up to 150 volts . . . . . . . .. .. . 0.55 max. watt 
For grid-No.2 voltages 
between 150 and 300 volts .See Grid-No.2 Input Rating Chart 
at front of Receiving Tube Section 
PLATE DISSIPATION „амин. 2.3 max. watts 


Maximum Circuit Values: 


Grid-No.1-Circuit Resistance: 
For fixed-bias operation. . . . . . . . + 0.25 max. megohm 
For cathode-bias operation. . . . . . . . 1 max. megohm 


а тһе dc component must not exceed 100 volts. 
With external shield JEDEC No.316 connected to cathode. 
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